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MEDISERV P.O.Box: 17550 P.O.Box: 13859 P.O.Box: 3632 P.O.Box: 1510 
Tel. (011) 4780555 Tel. (012) 6510110 Tel. (013) 8981244 Tel (017) 2263478 
aa ee ces Cun Fax. 478 3555 Fax. 6514455 Fax. 8987504 Fax, 2263710 
Date : 19-12-2021 QUOTATION / jL 24! wy 1443-05-14 Gilead! 2021-12-19:à&4, LLLI 
Messrs. | :SAUDI CANCER FOUNDATION 352000375 QUbyad! gji ipul iraaxli: 83 Lal 
Code :35176A Mediserv VAT#: 300049441800003 35176A: Sonat! pity 
Your Ref. : Page 1 ikia : eS Ll 
Sales Rep.:260 -MOHAMMAD AKRAM OMER Validity 2022-01-20 ial 260:5 Lea] gyti 
JuJu | iil pay $1» 3l is! fgl 33! px J! |VAT| VAT (SAR) dois | 
No. |Item Unit Quantity |SAR U. Price | $ SAR Value 
1 |LABOR - H Each 1.0| 295,000.000| 15| 44,250.000 339,250.00 
Joe — iladi jei 
LABOUR CHARGE-HOLOGIC 
Catalog No. 
Manufacturer :HALOGIC LABOR 
Country Of Origin : 
Warranty: 
The above labor charges for comprehesive service 
contract of Hologic Mamography unit Model 
Dimension, SN: 81006143600. 
Note :- 
1 2 Preventive Maintenance will be carried out in one year for each unit. 
2 Spare parts are included in our offer. 
3 Machines should be in good working condition before commencement of the 
contract. m 
4 Consumable, disposable and glassware are not included Ze 39 fer, 
5 Emergency Visit are included in our offer. 
6 This price for 1 year service contract only. (s ce $ 
z gov. 
OS e "M SS Y 
at Suppiies a SERS 
THE TAX RATE IS DETERMINED ACCORDING TO THE LAWS APPLICABLE AND PREVAILING RATE IN KINGDOM OF SAUDI ARABIA. 
IS aaa tt säll à äg (yil gill) byl r 
Jol* wyo PMA0T-PET G.go rele IWAOR s x £A£-IVo0- WG. yo Copy C$2-0 
ACCREDITED SMG info@mediserv.com.sa “WIP PevaA rygab AIPARAIT£E zggál IEVA-000 zygäl “a - 
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MEDISERV P.O.Box: 17550 P.O.Box: 13859 P.O.Box: 3632 P.O.Box: 1510 
Tel. (011) 4780555 Tel. (012) 6510110 Tel. (013) 8981244 Tel (017) 2263478 
Medico SUPE Ken ces Co Hee Fax. 478 3555 Fax. 6514455 Fax. 8987504 Fax. 2263710 
Date :19-12-2021 QUOTATION / jL s (je 1443-05-14 Gil gat! 2021-12-19:à5, LLLI 
Messrs. | :SAUDI CANCER FOUNDATION 352000375 QUbyall qal Tyr gewt! Areal: bolt! 
code :35176A Mediserv VAT#: 300049441800003 35176A: Jd) pi) 
Your Ref. : Page 2 iial 2 eS LÀ 
Sales Rep.:260 -MOHAMMAD AKRAM OMER Validity 2022-01-20 inai 260:5 Leal oai 
dada 4a! pi) boo! iE [gl 33! pew! |VAT| VAT (SAR) ial 
No. |Item Unit Quantity |SAR U. Price | $ SAR Value 
Total Amt Before VAT: 295,000.00 295,000.00 : ladi iai doops dod (JL! 
VAT Amount $ 44,250.00 44,250.00 : dala! dod! Loss 
Total Amt After VAT : 339,250.00 339,250.00 : Lai iui ioy Jol JL! 
Net Amount in Words :THREE HUNDRED THIRTY NINE THOUSAND TWO HUNDRED FIFTY SAUDI RIYAL 
gdp yb Opes 9 Lio s d ji Oe 5 y dew g ASLa duis iil "IET 
Delivery Terms : Within 4 weeks 43) gi! 8s 
Payment Terms : Cash On Delivery ee! by pt 
Cancellation Of Order : Maximum 3 Days After Receiving P.O. el ptt yal slat! 
gy A 
Approved By : \ : He Gilg 
Name : í pw! 
Signature : > erem 
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THE TAX RATE IS DETERMINED ACCORDING TO THE LAWS APPLICABLE AND PREVAILING RATE IN KINGDOM OF SAUDI ARABIA. 
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$MG  iotmedicomag “VET WEVA :osàl HIPARAITES gab Mem *NEVA+000 :ygål bug i = . 
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